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159th Street & Broadway, 


New York, WN. Y. 


We have received your favor of January S5Oth, acknowledg- 


ing receipt of one Galvano gilt medal, 59mm. (double) after a cast 


We beg te advise yuu, for the accuracy of your records, 
that the medal is never cast in bronze; it is always cast in gold, 
and is awarded annually by the American Museum of Safety Devices 


for the best device or system for conserving human life.and limb. 
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This year it went to the Norton Company, as noted an the replica of 
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the medal which I left with your curator on Satusday. 

we are very glad indeed to have been able to contribute 
our Small mite to the science of numismatics. 
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Faithfully yours, 


